CHESTER & DISTRICT AMATEUR RADTO SOCIETY. 


Nowa. NEWSLUTTER . 1954. 


At arecent Committee Meting it was decided to di 
; 8 dispos 
Olub V.F.C (with wn valves but no V.R<50) and <he Transmitter mage lies 
No Power eupplies wo included as thega vill be used in the new Club Trans. 
mitter which will ie on test from G3arz VeY pom. Reasonable offers for 
ende equipment shot: be made to the Hon, mee 
8 


we 


a 
meaentative on Septenmbet 


r 1.3,C, is again almos: on us so will all Opera-ors please make & 
telit of Comin to H. Q. on the 261. October or 2nd, November. 


1 PAatee, .“¢ wish our Hon. Secre‘ary a speedy redovery from the leg injury 
pot eGerro at work, He is at the ime of going to press, in Ward 2, Chester 
NAL in ' a 


PROGRAMME, 
Jctcher 26th, G3ITY on his new WH, 
Jovenber 2nd, Low Pass Filter, Practival 


demonstration of lining up by — 
G3HAC and C3ATZ,. any filters 
brought almg wil. be given 
the ttreatient!, 


» 9th. Interforeme Suppreasion by 
Peter White ry 
® q 16th. 4 Sensitive Valve Voltmeter 


by Basil Swarson. 


4 23rd. To be announced, 
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